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CONFIDENTIAL PQRIS 19561 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, PL 

SUB J : GERMAN OSCILLOSCOPE TO POLAND IL 1584 
REF: A) COCOM DOC (77) 414, B) STATE 148234 

1 . FRENCH DEL HAS REQUESTED US PROVIDE MORE DETAILED 
JUSTIFICATION FOR ITS OBJECTION TO THIS GERMAN REQUEST 
AND INDICATE WHY IT BELIEVES THAT TYPE 5246 OSCILLOSCOPE 
CONTAINS TRAVELLING WAVE TUBE. 

2. ACTION REQUESTED: INSTRUCTIONS FOR RESPONSE TO 
FRENCH QUESTION. 
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CONFIDENTIAL 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977PARIS19561 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 

Film Number: D770240-0079 

Format: TEL 

From: PARIS USOECD 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770787/aaaacybh.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: GERMAN OSCILLOSCOPE TO POLAND - IL 1584 
TAGS: ESTC, GE, PL, COCOM 
To: STATE 
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